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CP 1032 Concentration Point and number LOS ANGELES COUNTY DRAINAGE AREA, CA 
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Overflow from channel * SCnnE E17 2h 080 U.S. ARMY ENGINEER DISTRICT 
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See Plate 7 for Channel and Bridge Capacities. a ————— SSS 
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